Eagle Copters Maintenance 
Ltd 


823 McTavish Rd, NE 
Calgary, Alberta 
T2E 709 
Canada 


PO-12-005288 
Issued: 
11/19/2012 
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823 McTavish Rd, NE 
Address: 823 .McTavish Rd, NE 


IJawkesbury, 
Ontario K6A lK7 
Calgary, Alberta 
DE 709 
Calgary, Alberta 
T2E 7G9 


Canada 
Canada 


Phone: 
(403) 250-7370 


. ,NO 


Item 
Qtv Part nnmber/Fue! 
!Ipe 


I E47JI.j 


Partlllem 
Descriptiun 


INSTRUMENT 
PANEL 


407HP 


Condition 


Prolotype 


PurchaseAmount 


O.OOUSD 


Extended 


lJOM 
Amount 


Each 
0.00 USD 


Worl( Ord~I' Number: 
47953.22.40 #11 


Required 


Date 


11/19/1012 


Promised 


Date 


11/23/2012 


Shipping 
Instructions: 
Please sbip Fcdex PI acct# 1092 2342 5 


Comments: 
Do NOT Alodinc. 
NV4 to contact Harvey for latesl Rev. Proir to produdion. 


:Buyer: 
Mark Miel.e 
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Approved 
By: 
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1'.0, Total: 
o.oou~J 


Prinled on 11/1912012 at 4:3124PM 
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EAGL 
PTERS 


PROTOTYPE 
PRI:L1MANARY 
PARTS 


PO# 
QTY 
PIN 
DWG 
PART 
WORK 
ORDER # 
FINDINGS 


REV 
DESCREPTION 
(BATCH#) 


PO-12-005288 
E4731-1 
PA3 
INSTRUMENT PANNEL 
893640 
PART IS PER PA3 DWG. ALL MATERIAL CERTS, FAI's ARE ATIACHED 
TO THE WIO 


407HP 
PART WAS ALODINES BY MISTAKE BUT WAS REMIVED PERWIO NCR. 
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SHIPPING NOV 23rd, 2012 
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<;t>4.368 


3.460 
DETAILG 
B4-1 


DETAIL E 
5 PL 
C4-1 


0.700 
TYP 


DETAIL D 
C4-1 


/\.75 


~ 
A< 
0." 
.37 
REF 


RO.18 


E4731-1 INSTRUMENT 
PANEL 


DETAIL B 
8 PL 
C5-1 


B 
D6-1 


<;t>0.630 
6 PL 
0.125 
II 
REF--Ir-- 


<;t>2.24 


DETAIL F 
2 PL 
B4-1 


DETAIL A 
C5-1 


<;t>0.172.4 
PL 
EO SPACED 
ON A <;t>2.632 
BOLT 
CIRCLE 
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A 


12.11.06 


DATE 


REV. 
PA3 


SHEET 
1 OF2 


SCALE 


NTS 


BY 


TITLE 
PANEL 


EAGLE COPTERS 
LTD. 


CALGARY. 
ALBERTA. 
CANADA 


DRAWING 
NO. 
E4731 


DESCRIPTION 


PA3 


REV. 


DESIGN 


DRAWN 


CHECKED 


MFG. APPR. 


APPROVED 


DE APPR. 


DATE 
12.11.06 


PRELIMINARY ISSUE 


~ 
12.11.06 


~ 
,. 


NOTES: 
1) MATERIAL: 
2024- T3 ALUMINUM 
SHEET. 
0.125 
THICK 
PER 
OO-A-250/4 
OR AMS-OO-A-250/4 
OR AMS 
4037 
OR ASTM 
B209 
REF 
DART 
SPEC 
M2024T3S.125 
OR 
6061-T61T62 
ALUMINUM 
SHEET. 
0.125 
THICK 
PER 
OO-A-250/11 
OR AMS 
-OO-A-250/11 
OR AMS 
4025 
OR AMS 
4027 
OR ASTM 
B209 
REF 
DART 
SPEC 
M6061T6S.125 
2) FINISH: 
CHEMICAL 
CONVERSION 
COAT 
PER 
DART 
OSI 005 4.1 
3) TOLERANCES: 
PER 
DART 
OSI 018 
UNLESS 
OTHERWISE 
NOTED 
4) UNITS: 
,INCHES 
UNLESS 
OTHERWISE 
NOTED 
5) BREAK 
SHARP 
EDGES: 
0.005 
TO 0.010 
MAX 
6) IDENTIFICATION: 
IDENTIFY 
PER 
OSI 0446.1 
7) WEIGHT: 
1.96 Ibs 


A 


r 


\ 
8 


I 
\ 
2 


12.41 


COPYRIGHT 
~ 
2012 
BY EAGLE 
COPTERS 
L TO. 


THISOOC\.M9llIS 
P1WATE.o.>IDCO>lFtoE>ltl'.l""OlSl'OWlEOONTHE 
E~P~ESSCQNOfllO!'T>1o'T!T1S 


OOTTO&USrofQllA""I'U~POSEO~COI'lEOOl'lcor-.....c.o.1EOTO'NVO""'Elll'fl\t'Q''M'T1'OI!T 


WAtTTE"'~ERMl2lOI'FIlOOE'.Ol£C(l"TUS~Tt>_ 


1.26 
0.88 
0.66 


A 


D 


c 


REV.PA3 


SHEET 
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SCALE 


NTS 


3.50 


6.11 


9.16 


4.11 


5.19 


TITLE 
PANEL 


EAGLE COPTERS 
LTD. 


CALGARY. 
ALBERTA, 
CANADA 


DRAWING 
NO. 
E4731 
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DESIGN 


DRAWN 


CHECKED 
MC 


MFG. APPR. 


APPROVED 


DE APPR. 


DATE 
12.11.06 
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9.61 


12.15 
11.74 


11.68 
11.11 
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7.00 
6.65 
Ell 
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A 
E4731-1 INSTRUMENT 
PANEL 
AUXILIARY VIEW 
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